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Department of Home 


Home General Division 


Charge Sheet was returned unserved to Supdt. of Police 
(North ) by PI, Panaji PS vide No. PI/PPS /5267 /2005 dated 
10-06-2005 stating that the Deserter PC s mother 
namely Magdalina w / o Minguel Caitan D Souza was 
contacted at residence who stated that her son 
(Deserter PC -4411) had left to Mumbai for Medical 
treatment and she is not aware about the exact location 
in Mumbai and also she does not know when he ( son ) 
will return from Mumbai. 


Office of the Director General of Police , Goa 


Order 


No. DE /Deserter-02 /2005 (North ) / 9603 /2007 


And whereas , the said Charge Memorandum No. 
DSP ( N )/Estt./DE-2/1828/2005 dated 20-04-2005 
alongwith Charge Sheet was sent by Registered Post 
AD to his last known address i. e . H. No. 922/1 , Zilale 
Morod , Taleigao - Tiswadi. 


Whereas, Shri Lawrence D Souza , PC -4411 of 
Agacaim PS was declared a Deserter from service under 
Rule 22 of the Goa Police Subordinate Service 
( Discipline and Appeal) Rules , 1975 , as amended from 
time to time, (hereinafter referred to as " said Rules " ) 
for his unauthorized absence from duty with effect 
from 21-10-2004 and his name was ordered to be struck 
off from the active rolls of police Department with 
effect from 11-11-2004 , vide order No. DSP ( N ) /Estt./ 
/Deserter / 577 / 2005 dated 11-02-2005 by the District 
Superintendent of Police (North ), Porvorim . 


And whereas , the Postal Authorities have returned 
the Registered Post AD envelope containing the Charge 
Memorandum and Charge Sheet with the remark on 
the said envelope as “ unclaimed , returned to sender" . 


And whereas , the said Desertion order dated 
11-02-2005 and the charge memorandum dated 
20-04-2005 alongwith charge sheet were published in 
the Government of Goa s Official Gazette dated 
21-10-2005 , Series III No. 29. 


And whereas, a Charge Memorandum alongwith 
charge sheet was issued to PC -4411 , Lawrence D Souza 
(Deserter ) of Agacaim PS vide No. DSP ( N )/Estt./DE-2/ 
/ 1828 / 2005 dated 20-04-2005, for his behaviour in a 
manner unbecoming of a member of the disciplined 
force in that he absented himself from 21-10-2004 
onwards without any intimation to his superiors and 
continued his unauthorized absence for more than 21 
days , thereby committing the offence of desertion . 

And whereas , the said Lawrence Charge 
Memorandum No. DSP ( N )/Estt./DE-2/1828/2005 dated 
20-04-2005 alongwith Charge Sheet of the Supdt . of 
Police (North ), Porvorim , was sent to PI, Agacaim 
PS with instructions to deliver it on the said Deserter 
PC -4411 , Lawrence D Souza . 


And whereas, vide Note No. DE /Deserter / 4875 /2007 
dated 01-06-2007, PI, Panaji PS was directed to make 
enquiries regarding the whereabouts of the said 
Deserter PC - 4411 , Lawrence D Souza of Agacaim PS 
and resident of H. No. 922/1, Zilale Morod , Taleigao 
and PI, Panaji PS had reported vide his letter No. 
PI/PPS / 7073 / 2007 dated 06-06-2007 that HC -3592 , 
Dattaram Parab of Taleigao Out Post visited the 
residence of said Deserter PC and contacted his mother 
Smt. Magdalina w / o . Minguel Caitan D Souza , who 
informed that her son (PC - 4411) had left Bombay for 
personal work and she is not willing to comment on 
anything further. 


And whereas, PI, Agacaim PS had sent the Charge 
Memorandum No. DSP ( N )/Estt /DE - 2 / 1828 /2005 dated 
20-04-2005 alongwith Charge Sheet to PI, Panaji PS 
vide No. PI /AGCM /2430 / 2005 dated 22-04-2005 to serve 
on the said Deserter PC at his residence at H. No. 922/1, 
Zilale Morod , Taleigao . 


And whereas, the undersigned is satisfied that it is 
not reasonably practicable to give the said Deserter 
PC -4411, Lawrence D Souza of Agacaim PS an 
opportunity of showing cause against the dismissal. 


And whereas , Charge Memorandum No. DSP (N )/ 
/Estt./DE-2/1828/2005 dated 20-04-2005 alongwith 


Now , therefore , the undersigned in exercise of 
powers vested in him under the said Rules , hereby, 
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6. The work should be completed before 20-11-2007 

itself. 


award the said PC -4411, Lawrence D Souza (Deserter ) 
of Agacaim PS , the penalty of dismissal from service . 
The period of unauthorized absence from duty with 
effect from 21-10-2004 till the date prior to issue of this 
order shall be treated as period not spent on duty for 
all the purposes . 


7. Panaji Police Station should be informed regarding 

the road closure . 


Panaji , 10th October, 2007.— The Director General of 
Police (Goa ), B. S. Brar, IPS . 


8. Material used for barricading the roads should be 

removed immediately and the road should be 
thrown open for vehicular flow as soon as the 

up - gradation work is completed . 
Panaji, 9th October, 2007.— The District Magistrate , 
North Goa District, Swapnil M. Naik . 


Department of Transport 
Office of the District Magistrate, North Goa District 


Corrigendum 


No. 23/ 5 / TIS /GSIDC / 07 /62561 


Notification 


No. 23/ 5 / TIS /GSIDC /07 /62561 


Read : 1. Letter No. GSIDC /Engg /Works/ 327 / 2343 

dated 24-9-07 from the Managing Director, 

GSIDC , Panaji . 
2. No. DYSP / TRF /PAN / 1168 / 2007 dated 5-10-07 

from the Dy. Supdt. of Police ( Traffic ), Panaji 
addressed to the Managing Director, GSIDC , 
Panaji . 


Read : 1. Letter No. GSIDC / Engg /Works / 327 /2343 

dated 24-9-07 from the Managing Director, 

GSIDC , Panaji. 
2. No. DYSP / TRF / PAN / 1168 / 2007 dated 

05-10-07 from the Dy. Supdt. of Police 
( Traffic ), Panaji addressed to the Managing 

Director, GSIDC , Panaji. 
3. Notification No. 23 /5 / TIS /GSIDC /07 /62561 

dt . 9-10-2007 issued by this office . 


The words “ closure of the road from Miramar 
circle to Dona paula Jetty " appearing in the above 
Notification at 3 be read as " Closure of road from NIO 
Circle to Dona Paula Jetty ” . 


In exercise of the powers conferred on me under 
section 115 of the Motor Vehicles Act , 1988 and as 
recommended by the Superintendent of Police ( Traffic), 
I, Swapnil M. Naik , District Magistrate , North Goa 
District order the closure of the road from Miramar 
circle to Dona Paula Jetty till 20th November, 2007 in 
order to enable the Goa State Infrastructure 
Development Corporation Ltd., Panaji to carry out the 
work of improvement and up - gradation at existing road 
from Miramar Circle to Dona Paula Jetty, subject to the 
following conditions. 


Panaji, 9th October, 2007.— The District Magistrate , 
North Goa District, Swapnil M. Naik . 


Advertisement 


In the Court of the Civil Judge , Senior Division , 

at Mapusa 


Matrimonial Petition No. 24/06 


1. Road near Youth Hostel as shown in the sketch at 

‘A ’ should be barricaded in addition to the 

barricading near White Rocks at B . 
2. Entry for the vehicles of residents and Hotels 

having private parking should be permitted for 
which these vehicles should be allotted with 
passes after properly identifying them and entry 
tot to be manned at the barricading point by 

posting your security personnel round the clock . 
3. Informatory sign board of atleast 01.5 x 01.00 mtrs . 

in size with Road to Dona Paula Jetty Closed for 
Vehicular Traffic , Construction -Upgradation Work 
in Progress to be written should be erected 
40-50 mtrs . before approaching the NIO Circle on 
University and Panaji Road . 


Petitioner 


Shri Sagar Tukaram Naik , 

son of late Shri Tukaram 
Kashinath Naik , of major 
age, the resident of House 
No. 10 / 111/ A , Near Forest 
Check Post, Karaswada , 
Tivim , Bardez -Goa . 

V / s 
Smt. Sheela Sagar Naik alias 

Sheela Bandu Bhosle , daughter 
of late Shri Bandu S. Bhonsle , 
of major age, Presently residing 
at House No. not known, Opp . 
Gipsi Clove , Sauto Waddo , 
C / o Vaibhav Beauti Parlour & 
Massage, Baga, Bardez-Goa. 


4. Sufficient traffic signages /directions also should 

be erected at all the diversion points for the 
information of motorist . 


— Respondent 


Notice 


5. Material used for barricading the road should be 

painted /pasted with fluorescent paint /tape for 
illuminating the same during the night time. 


It is hereby made known to the public that by 
Judgement and Decree dated 27th July , 2007 
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In the Court of the Civil Judge , Senior Division , 

at Vasco - da -Gama 


passed by this Court, the marriage solemnized 
between the petitioner Shri Sagar Tukaram Naik , r /o 
H. No. 10/111/4 , Karaswada , Tivim , Bardez -Goa and the 
respondent Smt. Sheela Sagar Naik alias Sheela Bandu 
S. Bhonsle , presently residing at Opp . Gipsi Clove , 
Sauto Waddo , C /o Vaibhav Beauti Parlour & Massage , 
Baga , Bardez-Goa, registered before the Civil Registrar 
of Bardez , Goa under entry No. 810/97 is hereby 
dissolved with cost . 


Marriage Petition No. 8 / 2006 / A 
Mrs. Lydia Carvalho D Souza 

r /o H. No. 22 / C , Driver Hill, 
Vasco -da -Gama, Goa 403 802 

Petitioner 
V / s 
Mr. Siegfried Mark D Souza , 

46 Ball Street , Thorney Wood , 
Nottingham , England NG3 3AX 
United Kingdom . 

Respondent 
Notice 


Given under my hand and seal of the Court this 9th 
day of October, 2007. 


V. S. R. Dessai, 
Civil Judge, Senior Division , 

Mapusa -Goa. 


V. No. 49775/2007 . 


3. Notice is given to the public and the litigants 
that by Judgment and the Decree dated 13th July , 
2007 passed by this Court in Marriage Petition 
No. 8 / 2006 / A , Civil Judge , Senior Division ( A ) Vasco 
-da -Gama, Goa the marriage between the petitioner 
and the respondent registered in the Office of the 
Civil Registrar of Bardez , Mapusa , Goa against entry 
No. 123/99 of the Marriage Registration Book for the 
year 1999 stands dissolved . 


In the Court of the Civil Judge Senior Division , 

at Panaji 


Given under my hand and seal of the Court this 
21st day of August, 2007. 


Matrimonial Petition No. 65 / 2005 / B 
Shriram Chandrakant Dhargalkar 

S /o Sri Chandrakant Dhargalkar, 
age 33 years , Occ . Pvt. Employee , 
Resident of F -6 , 1st Floor, 
situated next to Patrao Bar 
and restaurant, Britonna road , -Petitioner /husband 


Vincent D Silva , 
Civil Judge, Senior Division , 

Vasco -da -Gama. 


V. No. 49754/2007 . 


V / s 


Office of the Civil Registrar- Cum - Sub -registrar and 
Notary Ex -officio in this Judicial Division of Bardez , 

Mapusa , Goa 


Anjali Shriram Dhargalkar @ Anjum 

Ara Tahasildaer, w /o Shriram 
Chandrakant Dhargalkar, age 
33 years , Occ . Pvt . Employee , 
resident of F -6 , 1st Floor, 
situated next to Patrao Bar 
and Restaurant, Britonna Road , 
Porvorim -Goa, India . 

-Petitioner /Wife 


Shri Arjun S. Shetye, Civil Registrar -Cum - Sub -Registrar 

and Notary ex -officio in the said Judicial Division . 


Notice 


2. It is hereby made known to the public that by 
judgment and decree dated 5th June , 2006 passed by 
this court , the suit is decreed . It is declared that the 
marriage of the petitioner /husband with the Petitioner/ 
/wife stands dissolved by a decree of Divorce under 
Article 4 ( 4 ) of law of Divorce. The learned Civil 
Registrar of Tiswadi, Goa is directed to cancel the 
marriage entry No. 554 of the marriage registration 
book of the year 2000 . 


4. In accordance with para 1st of Article 179 of Law 
No. 2049 dated 06-08-1951 and for the purpose of 2nd 
para of the same Article it is hereby made public that 
by a Notarial Deed of Succession dated 03-10-2007, 
drawn before me Shri Arjun S. Shetye, Civil registrar 
Cum -Sub -Registrar and Notary Ex -officio at page 82 
onwards of Notarial Book No. 818 of this office the 
following is recorded : 


Given under my hand and seal of the court this 4th 
day of the month of October, 2007 . 


That one Mrs. Aleixinha Dias expired at Candolim , 
Bardez -Goa, on 21-08-1965 and her husband Mr. Luis 
Sebastiao Fernandes , alias Sebastian Luis Fernandes , 
died on 20-08-1993 at old aged Home, Nachinola , 
Bardez , both died without any will or any other 
disposition of their estate , leaving behind as sole 
universal legal heirs their children , namely (one) Ana 
Paula Filomena Fernandes , alias Ana Paula Fernandes, 
married to Mr. Lourenco Fernandes. The said Ana Paula 
Filomena Fernandes , alias Ana Paula Fernandes died 
at Orda , Candolim , Bardez , Goa , on 22-02-1981 , without 
any issue and also without any will or other disposition 
of her last wish (two) Mr. Jose Francisco Fernandes , 


V. Tendulkar, 
Civil Judge , Senior Division & Chief 

Judicial Magistrate , 

Panaji -Goa. 


V. No. 49743/2007 
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aged 51 years, bachelor, resident of Coima vaddo , Kitla , 
Aldona, Bardez , Goa . 


" Krishnanath Chimno Khandeparkar " under the Goa 
Change of Name and Surname Act, 1990 (Act 8 of 
1990 ) 


And besides them there is no other person who 
according to law may have a legal right of Succession 
or would concur with the said qualified heir to the 
estate or inheritance left by the said deceased persons. 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act, 1990 in 
force . 


Mapusa , 3rd October, 2007.— The Notary Ex -Officio , 
Arjun S. Shetye. 

V. No. 49744/2007. 


Panaji, 14th September , 2007.— The Civil Registrar 
-cum -Sub - Registrar, W. S. Rebello . 


V. No. 49675/2007 . 


Office of the Civil Registrar -cum - Sub -Registrar, 

Bardez, Mapusa 


Notices 


8. Whereas Shri Neelesh Sangappa Rathod , resident 
of H. No. 43, G - 4 , Opp Hotel Lajoy Porvorim , Bardez 
desires to change his minor son s name from " Ravi N. 
Rathod " to " Rajkiran Neelesh Rathod " under the Goa 
Change of Name and Surname Act, 1990 (Act 8 of 
1990 ) 


5. Whereas Smt. Shanta S. Naik , resident of Mapusa , 
Bardez -Goa desires to change her minor daughter s 
surname from " Anisha Shankar Rathod " to " Anisha 
Shankar Naik " under the Goa Change of Name and 
Surname Act, 1990 (Act 8 of 1990 ) 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act, 1990 in 
force . 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act, 1990 in 
force . 


Panaji , 5th October, 2007.— The Civil Registrar 
-cum -Sub -Registrar, W. S. Rebello . 

V. No. 49680/2007 . 


Mapusa , 6th July, 2007.— The Civil Registrar- cum 
-Sub -Registrar, Arjun S. Shetye. 

V. No. 49668/2007 . 


6. Whereas Smt. Ranjita Sharodchandra Kolgaonkar, 
resident of Betim , Bardez -Goa desires to change her 
name/ surname from “ Ranjita Sharodchandra Kolgaonkar" 
to “ Shaikh Shehnaz " under the Goa Change of Name 
and Surname Act, 1990 (Act 8 of 1990 ) 


9. Whereas Shri Xamba Fotto , resident of H. No. 161, 
Wadwad -Curca , Goa - Velha, Goa desires to change his 
name / surname from " Xamba Fotto " to " Shamrao 
Phadte " under the Goa Change of Name and Surname 
Act , 1990 (Act 8 of 1990 ) 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act, 1990 
in force . 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act, 1990 in 
force . 


Panaji , 4th September, 2007.— The Civil Registrar 
-cum -Sub -Registrar, W. S. Rebello . 


V. No. 49694/2007 . 


Mapusa , 8th October, 2007.- The Civil Registrar 
-cum -Sub - Registrar, Arjun S. Shetye. 


V. No. 49742/2007 . 


Office of the Civil Registrar- cum - Sub -Registrar, Ilhas 


10. Whereas Shri Maruti Durgappa Harijan , resident 
of behind G.M.C. Hospital, Nr. Govt. Primary School, 
Bambolim desires to change his name/surname from 
"Maruti Durgappa Harijan " to "Maruti Durgappa 
Bambolker" under the Goa Change of Name and 
Surname Act, 1990 (Act 8 of 1990 ) 


Notices 


7. Whereas Shri Crisnanata Chimno Naique, resident 
of Chorao , Tiswadi Goa desires to change his 
name/ surname from “ Crisnanata Chimno Naique" to 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
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of the Goa Change of Name and Surname Act, 1990 in 
force . 


Uday Gaude " under the Goa Change of Name and 
Surname Act , 1990 (Act 8 of 1990 ) 


Panaji, 27th September, 2007.- The Civil Registrar 
-cum - Sub - Registrar, W. S. Rebello . 

V. No. 49702/2007 . 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act , 1990 in 
force . 


11. Whereas Shri Umesh Custodio Rosario , resident 
of Santa Cruz , Tiswadi-Goa desires to change his 
surname from “Umesh Custodio Rosario ” to “ Umesh 
Custodio Parvatkar " under the Goa Change of Name 
and Surname Act, 1990 (Act 8 of 1990 ) 


Panaji, 10th October, 2007.— The Civil Registrar 
-cum - Sub -Registrar, W. S. Rebello . 

V. No. 49753/2007. 


Office of the Civil Registrar-cum - Sub -Registrar, Ponda 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act, 1990 in 
force . 


Notices 


Panaji, 3rd October, 2007. The Civil Registrar 
-cum -Sub -Registrar, W. S. Rebello . 

V. No. 49705/2007 . 


15. Whereas Rohidas Harischandra Gaude, r /o H. No. 
55 , Mangueshim , Priol-Mardol, Ponda-Goa, desires to 
change his name & surname from “ Rohidas 
Harischandra Gaude " to " Ravi Harischandra Borkar " . 


12. Whereas Shri Ragu Rosario , resident of Santa 
Cruz, Tiswadi-Goa desires to change his surname 
from " Ragu Rosario " to " Ragu Custodio Parvatkar " 
under the Goa Change of Name and Surname Act , 
1990 ( Act 8 of 1990 ) 


Therefore , any person having any objection is hereby 
invited to file the same in this office under the 
provisions of Section 3 ( 2 ) of the Goa Change of Name 
and Surname Act , 1990 (Goa Act No. 8 of 1990 ) read 
with Rule 3 (2 ) of the Goa Change of Name and Surname 
Rules , 1991 within thirty days from date of publication 
of this notice . 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act, 1990 in 
force . 


Ponda , 8th October, 2007.- The Civil Registrar, S. V. 
Govenkar. 

V. No. 49728/2007 . 


Panaji, 3rd October, 2007.- The Civil Registrar 
-cum - Sub - Registrar, W. S. Rebello . 

V. No. 49706/2007 . 


16. Whereas Shri Gopal Parsekar , r / o D - 1 - D , 
Government Qters , St. Inez , Panaji -Goa desires to 
change his minor son s name & surname from " Saish 
Gopal Parsekar " to "Chaitanya Gopal Parsekar" . 


13. Whereas Shri Pradipa Gajanana Sinai 
Nagorcencar resident of Curti, Ponda -Goa desires to 
change his name/ surname from " Pradipa Gajanana Sinai 
Nagorcencar" to " Pradip Gajanan Nagarsenker " under 
the Goa Change of Name and Surname Act, 1990 (Act 
8 of 1990 ) 


Therefore , any person having any objection is hereby 
invited to file the same in this office under the 
provisions of Section 3 (2 ) of the Goa Change of Name 
and Surname Act, 1990 (Goa Act No. 8 of 1990 ) read 
with Rule 3 (2 ) of the Goa Change of Name and Surname 
Rules , 1991 within thirty days from date of publication 
of this notice . 


Any person having any objection to the change may 
lodge the same in this office within thirty days from 
the date of publishing this notice under the provisions 
of the Goa Change of Name and Surname Act, 1990 in 
force . 


Ponda, 10th October, 2007.— The Civil Registrar 
-cum -Sub -Registrar, S. V. Govenkar. 

V. No. 49756/2007 . 


Panaji, 6th September, 2007.— The Civil Registrar 
-cum - Sub -Registrar, W. S. Rebello . 


Office of the CivilRegistrar-cum -Sub -Registrar, 

Mormugao -Goa 


V. No. 49751/2007 . 


Notice 


14. Whereas Shri Ganpat Uday Gaude, resident of 
Ramnagar, Betim , Bardez -Goa , desires to change his 
name/surname from “Ganpat Uday Gaude” to “Mayur 


17. Whereas Shri Rosario Berhelto Melo , resident of 
Cortalim , desires to change his name/ surname from 
" Rosario Berhelto Melo " to " Rosario Bernello D Mello " 
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under the Goa Change of Name and Surname Act, 1990 
( Act 8 of 1990 ). 


(Aforamento ) basis , for construction of a residential house . 


Any person having any objection to the change may 
lodge the same in this office within thirty days from the 
date of publishing this notice under the provisions of 
the Goa Change of Name and Surname Act, 1990 in 
force . 


1. Name of the applicant: Shri Sandeep Pundalik 

Raul, r / o Betim , Bardez -Goa . 
2. Land named : Lote No. Survey No. 211/1, 

Plot No. 53, situated at Pilerne village of Bardez 
Taluka and belonging to the Comunidade of 

Pilerne admeasuring 300 square metres . 
3. Boundaries : 

East : by plot No. 54 of the same sub -division ; 
West : by plot No. 52 of the same sub - division ; 
North : by 6.00 mtrs . wide road of the same 

sub - division ; 


Vasco - da -Gama, 9th October , 2007.— The Civil 
Registrar- cum -Sub - Registrar, Ramdas Pednekar. 


V. No. 49741/2007 . 


Office of the Civil Registrar-cum - Sub -Registrar, 

Sanguem -Goa 


South : by plot No. 50 of the same sub -division . 


File No. 1-50-2007 -ACNZ /2007 . 


Notices 


18. Whereas , notice of change of name is hereby 
given by Smt. Khusnadbi Ibrahim Sayed , r /o Navelim , 
Salcete -Goa for change of name of herself from 
“ Cossumbi" to " Khusnadbi" . 


If any person has any objection against the proposed 
lease he / she should submit his /her objection in 
writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


Therefore , any person having any objection is hereby 
invited to file the same in this Office within thirty days 
from the date of publishing of this notice under the 
provisions of the Goa Change of Name and Surname 
Act , 1990 in force . 


Mapusa , 27th September, 2007.— The Acting Secretary, 
Anand S. Naik . 

V. No. 49637/2007 . 

(Repeated) 


Sanguem , 28th August, 2007.— The Civil Registrar 
-cum - Sub -Registrar , Smt. Pressy Coutinho. 


V. No. 49671/2007 . 


21. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force , it is hereby announced that 
the uncultivated and unused plot of land details of 
which are given below , has been applied on lease 
(Aforamento ) basis , for construction of a residential 
house . 


19. Whereas, notice of change of name is hereby 
given by Manguexa Xencora Sinai Sancordecar, r/ o H. 
No. 37/1, Molem -Sancordem , Sanguem -Goa for change 
of name of self from “ Manguexa Xencora Sinai 
Sancordecar" to " Prasad Ramnath Nadkarni" . 


1. Name of the applicant: Shri Gurrala Michael 

Narasaih , r / o Alto -Porvorim . 


Therefore , any person having any objection is hereby 
invited to file the same in this Office within thirty days 
from the date of publishing of this notice under the 
provisions of the Goa Change of Name and Surname 
Act , 1990 in force . 


2. Land named : Lote No. Survey No. 211/1 , 

Plot No. 23 , situated at Pilerne village of Bardez 
Taluka and belonging to the Comunidade of 

Pilerne admeasuring 320 square metres . 
3. Boundaries : 
East : by 8.00 mtrs . wide road of the same 

sub - division ; 
West : by plot No. 24 of the same sub - division ; 
North : by plot No. 22 of the same sub -division ; 
South : by proposed 10.00 mtrs. wide road as per 

survey plan . 
File No. 1-53-2007 -ACNZ /2007 . 


Sanguem , 27th September , 2007.- The Civil 
Registrar-cum -Sub - Registrar, Smt. Pressy Coutinho . 


V. No. 49674/2007 . 


Administration Office of the Comunidades of 

Bardez ,Mapusa -Goa 


If any person has any objection against the proposed 
lease he / she should submit his /her objection in 
writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


Notices 


20. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force , it is hereby announced that 
the uncultivated and unused plot of land details of 
which are given below , has been applied on lease 


Mapusa , 27th September, 2007.— The Acting Secretary, 
Anand S. Naik . 

V. No. 49638/2007 . 

(Repeated ) 
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writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


22. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force , it is hereby announced that 
the uncultivated and unused plot of land details of 
which are given below , has been applied on lease 
(Aforamento ) basis, for construction of a residential house . 
1. Name of the applicant: Shri Anil Vassant 

Pednekar, r / o Porvorim , Bardez -Goa . 


Mapusa, 28th September, 2007.— The Acting Secretary , 
Anand S. Naik . 

V. No. 49640/2007 . 

(Repeated ) 


2. Land named : Lote No. Survey No. 211/1, 

Plot No. 65 , situated at Pilerne village of Bardez 
Taluka and belonging to the Comunidade of 

Pilerne admeasuring 264 square metres . 
3. Boundaries : 


24. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force, it is hereby announced that 
the uncultivated and unused plot of land details of 
which are given below , has been applied on lease 
(Aforamento ) basis , for construction of a residential 
house . 


1. Name of the applicant : Shri Joan Fernandes , r /o 

1410 , Confraria , Candolim , Bardez -Goa . 


East : by 6.00 mtrs . wide road of the same 

sub - division ; 
West : by private property ; 
North : by plot No. 66 of the same sub - division ; 
South : by plot No. 64 of the same sub -division . 

File No. 1-51-2007 - ACNZ /2007. 
If any person has any objection against the proposed 
lease he / she should submit his /her objection in 
writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


2. Land named : Lote No. Survey No. 211/1, 

Plot No. 48 , situated at Pilerne village of Bardez 
Taluka and belonging to the Comunidade of 

Pilerne admeasuring 340 square metres . 
3. Boundaries : 


Mapusa, 27th September, 2007.— The Acting Secretary, 
Anand S. Naik . 

V. No. 49639/2007 . 

( Repeated ) 


East : by 6 mtrs . wide road of same sub -division ; 
West : by plot No. 49 of the same sub -division ; 
North : by plot No. 55 of the same sub - division ; 
South : by 10.00 mtrs . proposed road as per survey 

plan . 


File No. 1-49-2007 - ACNZ /2007 . 


23. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force , it is hereby announced that 
the uncultivated and unused plot of land details of 
which are given below , has been applied on lease 
(Aforamento ) basis , for construction of a residential 
house . 


If any person has any objection against the proposed 
lease he / she should submit his /her objection in 
writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


1. Name of the applicant : Shri Ulhas Nakul Kadam , 

r / o Mirzalwada, Palye , Pernem -Goa. 


Mapusa , 27th September, 2007.— The Acting Secretary, 
Anand S. Naik . 

V. No. 49641/2007 . 

(Repeated ) 


2. Land named : Lote No. Survey No. 211/1 , 

Plot No. 44 , situated at Pilerne village of Bardez 
Taluka and belonging to the Comunidade of 

Pilerne admeasuring 315 square metres . 
3. Boundaries : 
East : by remaining portion of land under Sy . No. 

211/1 ; 
West : by 8.00 mtrs . wide road of the same 

sub -division ; 
North : by reamaining portion of land under 

Sy. No. 211/1; 
South : by plot No. 45 of the same sub -division . 


25. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force , it is hereby announced that 
the uncultivated and unused plot of land details of 
which are given below , has been applied on lease 
(Aforamento ) basis , for construction of a residential 
house . 


1. Name of the applicant: Shri Ireneu Alex D Mello , 

r / o Moica Vaddo , Pilerne , Bardez -Goa . 


File No. 1-55-2007 -ACNZ / 2007 . 


2. Land named : Lote No. Survey No. 211/1, 

Plot No. 50 , situated at Pilerne village of Bardez 
Taluka and belonging to the Comunidade of 
Pilerne admeasuring 300 square metres . 


If any person has any objection against the proposed 
lease he / she should submit his /her objection in 
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3. Boundaries : 


which are given below , has been applied on lease 
( Aforamento ) basis , for construction of a residential 
house . 


East : by plot No. 49 of the same sub -division ; 
West : by plot No. 51 of the same sub -division ; 
North : by plot No. 53 of the same sub - division ; 


1. Name of the applicant: Shri Aldrin Bosco D Souza , 

r / o H. No. 73, Moica Vaddo , Pilerne , Bardez -Goa . 


South : by 10.00 mtrs . wide road as per survey 

plan . 
File No. 1-54-2007 - ACNZ /2007. 


2. Land named : Lote No. Survey No. 211/1 

Plot No. 42 , situated at Pilerne village of Bardez 
Taluka and belonging to the Comunidade of 
Pilerne, admeasuring 340 square metres . 


3. Boundaries : 


If any person has any objection against the proposed 
lease he/ she should submit his /her objection in 
writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


East 


: by 10.00 mtrs . wide road of the same 

sub - division ; 


Mapusa , 28th September, 2007.— The Acting Secretary, 
Anand S. Naik . 

V. No. 49644/2007 . 


West : by remaining portion of Sy. No. 211/1 of 

village Pilerne; 


North : by plot No. 43 of the same sub -division ; 
South : by plot No. 41 of the same sub - division . 


(Repeated ) 


File No. 1-52-2007 -ACNZ /2007 . 


26. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force , it is hereby announced that 
the uncultivated and unused plot of land details of 
which are given below , has been applied on lease 
(Aforamento ) basis , for construction of a residential 
house . 


If any person has any objection against the proposed 
lease he /she should submit his /her objection in 
writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


Mapusa , 27th September, 2007.- The Acting 
Secretary , Anand S. Naik . 

V. No. 49695/2007. 


1. Name of the applicant: Smt. Maya BabiGaonkar, 

r / o Bicholim -Goa . 


2. Land named : Lote No. Survey No. 211/1 

Plot No. 27 , situated at Pilerne village of Bardez 
Taluka and belonging to the Comunidade of 
Pilerne, admeasuring 363 square metres . 


28. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force , it is hereby announced that 
the uncultivated and unused plot of land details of 
which are given below , has been applied on lease 
(Aforamento ) basis , for construction of a residential 
house . 


3. Boundaries : 


East 


: by plot No. 24 of the same sub -division ; 


West : by plot No. 29 of the same sub -division ; 
North : by plot No. 26 of the same sub - division ; 
South : by 10.00 mtrs . wide proposed road . 


1. Name of the applicant: Smt. Rekha Prakash 

Prabhu , r /o G - 1, Ramakant Appart ., St. Inez, 

Panaji-Goa. 
2. Land named : Lote No. Survey No. 390/1 

( III Phase ) Plot No. A , situated at Socorro village of 
Bardez Taluka and belonging to the Comunidade 
of Serula , admeasuring 330 square metres . 


1 


File No. 1-56-2007 -ACNZ / 2007. 


If any person has any objection against the proposed 
lease he/ she should submit his /her objection in 
writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


3. Boundaries : 


East 


: by plot No. 32 and 32 - A of Phase - I of 

Survey No. 390/1; 


Mapusa , 4th October, 2007.- The Acting Secretary, 
Anand S. Naik . 

V. No. 49685/2007 . 


West : by 6.00 mtrs . wide road of the same sub 

division ; 


North : by plot No. В of the same sub -division ; 
South : by plot No. 29 of Phase I of Survey No. 

390/1. 


File No. 1-88-95 -ACNZ / 1995 . 


27. In accordance with the terms and for the 
purpose established in Article 330 of the Code of 
Comunidades in force , it is hereby announced that 
the uncultivated and unused plot of land details of 


If any person has any objection against the proposed 
lease he /she should submit his /her objection in 
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5. To appoint special Attorney as per resolution 

dated 28-9-07 . 


writing to the Administrator of Comunidades of 
Bardez , within 30 days from the second publication 
of this notice in the Official Gazette . 


Mapusa , 8th October, 2007.— The Acting Secretary , 
Anand S. Naik , 

V. No. 49736/2007. 


Loutolim , 1st October, 2007.— The Escrivao, Rajendra 
V. Kavlekar. 

V. No. 49849/2007 . 


Administration office of the Comunidades of North 

Zone, Mapusa -Goa 


" Devalaias " 


SHREE DEVI SATERI & TADANULAGIK DEVASTHAN 

BORDEM , BICHOLIM -GOA 


Notice 


(Under Rule 12 of Notification No. 17 /25 /85 -RD , 

dt. 28-11-85) 


29. Notice is hereby given that plot No. 1,5,51 and 
60 in Survey No. 280/1 and plot Nos . 14 , 80 and 85 in 
Survey No. 355/1 , Tivim and belonging to the 
Comunidade of Tivim of Bardez Taluka are hereby 
declared as vacant (subject to the condition that the 
same plot has been approved by the Town and Country 
Planning Department, Mapusa ). 


31. All the Mahajanas of the Devasthan of Shree 
Devi Sateri & Tadanulagik Devasthan Bordem are 
hereby informed that there will be an Ordinary General 
Body Meeting of all the Mahajanas of the above 
Devasthan will be held on 28-10-2007 at 10.00 a.m. in 
the Devasthan usual place at " Chawatha " after 
publication of this notice in the Official Gazette , daily 
newspaper. 


The agenda of the Ordinary General Body Meeting 
will be as under : 


The interested eligible persons may submit their 
applications in the prescribed format available in the 
Office of Administrator for the above plot alongwith 
all the relevant documents as per said format through 
the Attorney of the Comunidade of Tivim for further 
process alongwith the requisite processing fees as fixed . 


1. To prepare draft Budget for the year 2008-09 . 
2. Any other matter with the permission of the Chair. 


In no circumstances incomplete application will be 
accepted by the Office of the Administrator of North 
Zone, Mapusa . 


In case the quorum is not sufficient on the above 
place , date and time the same will be adjourned and 
held after half an hour on the same schedule , date and 
time. 


Mapusa , 10th October, 2007.— The Administrator of 
Comunidades, N. M. Gad . 


Bicholim , 5th October, 2007.— The Secretary , Rohidas 
Harishchandra Pal. 

V. No. 49726/2007 . 


V. No. 49774/2007. 


SHREE VITHOBA & AFFILIATED DEVALAYAS 

PONDA -GOA 


" Comunidades" 


LOUTOLIM 


30 . In term of Art 33 sub section 2 of Code of 
Comunidades the above mentioned Comunidade is 
hereby convened to meet at its meeting place on 3rd 
Sunday , at 10.00 a.m. after publication of this notice in 
the Official Gazette to discuss and deliberate on the 
following matters . 


32. Notice is hereby given that the General Body 
Meeting of the Mahayana of Shree Vithoba & Affiliated 
Devalayas will be held on Sunday, 28-10-2007 at 
10.30 a.m. in the Devalaya s Premises (Rakhumai Hall ), 
in the absence of the required quorum the meeting 
will be held at the same venue after half an hour of 
the Schedule time. 


The following topics will be discussed in the meeting. 


1. To increase gratification fees to the managing 

committee . 


1. To give approval for the tentative Budget for the 

year 2008-09. 


2. To approve benefits of Jonos to widows who have 

no sources of income for their sustenance . 


All the Mahajans of the Devalayas are requested to 
attend the meeting in time & oblige . 


3. To give opinion on the application of Iris Jacinta 

Dias w / o . Antonio M. Dias dated 11-2-07 . 


Ponda, 5th October, 2007.— The Secretary, Jagdish 
Kolvenkar. 


4. To discuss on the circular No. 7 dated 14-8-07 as 

per resolution dated 7-9-07. 


V. No. 49723/2007 . 
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SHREE SHANTADURGA SAUNSTHAN 

KAVLE , PONDA -GOA 


SHREE RAMNATH DEVASTHAN 

RAMNATHI, PONDA -GOA 


33. The Ordinary General Body Meeting of all the 
Mahajans of this Devasthan is hereby convened on 
Sunday, 28th October, 2007 at 10.30 a.m. in the 
Devasthan usual meeting hall to discuss and decide 
on the following matters . 


36. The Ordinary Session of the General Body 
Meeting of Mahajans of the above Devasthan will be 
held on Sunday, 28th October, 2007 at 10.30 a.m. at the 
usual place in the premises of this Devasthan to discuss 
and decide following agenda. 


AGENDA 


1. Approval of Budget for the year 2008-09 . 
2. Zuvem Project . 
3. Discuss and to make Budgetary provision for the 

parking project under Area Development Scheme. 
4. Suggestion /letters received from the Mahajans. 


1. To read and confirm the minutes of the last 

General Body Meeting . 


2. To approve the draft of the Ordinary Budget for 

the financial year 2008-2009. 


All the Mahajans are requested to attend the 
meeting . 


3. To approve the Shaswat Sevas. 


Kavlem - Ponda, 8th October, 2007.— The Secretary , 
Damodar S. Borkar. 

V. No. 49712/2007. 


4. Proposed shifting of Shri Narsinha Purush within 

the Prakar. 


Ramnathi- Ponda, 8th October, 2007.— The Secretary, 
Gopal Balaji Prabhu Konkar. 


V. No. 49850/2007 . 


SHREE MAHALAXMI SAUNSTHAN 

BANDIWADE , PONDA -GOA 


SHREE SHANTADURGA (SATERI) DEVALAI 

KERI , PONDA -GOA 


34. An ordinary meeting of the General Body of the 
Mahajans i. e . Mazania is called as per the prevailing 
Mahajani Act /Devasthan Regulations at the Saunsthan 
Hall at Bandora , Ponda-Goa , on Sunday, 28th October, 
2007 at 10.00 a.m. in order to discuss the following 
agenda and to take decisions on the same. 


37. An Extraordinary General Body Meeting of all the 
Mahajans of the above Devasthan is hereby convened 
on Sunday, 28th October, 2007 at 10.00 a . m . in the 
premises of the temple of Shree Sateri, Satode -Keri 
Ponda after publication of this notice in the Official 
Gazette to discuss and consider besides the usual, the 
followings subjects : 


1. To discuss and approve the Budget proposal for 

the year 2008-2009 . 


2. To discuss and approve the applications of the 

permanent sevas instituted by Mahajans /Kulavis 
etc. of this Saunsthan . 


1. To read and confirm the minutes of last General 

Body Meeting. 
2. To read & confirm the details of Jama -Kharcha 

of the year April , 2006 to March , 2007 . 


The 


Bandiwade - Ponda , 10th October, 2007. 
Secretary , Chandrakant T. N. Dhaimodkar. 


V. No. 49772/2007 . 


3. To discuss towards Udyapanas of Purva s at 

Shree Betal Temple , Pimple Ped and Tulshi 
Vrindavan at Shree Sateri Temple . 


SHREE SAUNSTHAN NAGESH MAHARUDRA 

BANDIWADE , PONDA -GOA 


4. To discuss towards Mandap construction 

attached to Shree Sateri Temple . 


5. To discuss towards celebration of Vardhapandin 

of Shree Sateri Temple . 


35. The Ordinary Session of the General Body 
Meeting of the Mahajans of the Devasthan of Shree 
Nagesh Maharudra , Bandora will be held on Sunday , 
the 28th October, 2007 at 11.00 a.m. at the usual place 
of the meetings of the Devasthan to discuss on the 
following agenda : 


6. To discuss towards increase of funds of all 3 

Devalayas. 


7. To discuss regarding No Objection Certificate to 

Jay Bharat V. K. S. Society , Keri-Ponda -Goa . 


8. To approve budget for the year 2008 to 2009 . 


1. To approve the draft of the Ordinary Budget 

Estimate for the Financial year 2008-2009. 
Bandiwade - Ponda , 9th October , 2007.- The 
Secretary , Guirish B. S. Priolkar. 


N. B. : ( 1) If in case there is no quorum till 10.00 a . m . 

meeting will stand adjourned for half an hour. 
And adjourned meeting will be conducted at 


V. No. 49826/2007 . 
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10.30 a . m . in the same place and same day 
in the presence of Mahajans of transact the 
above subjects. 


SHRI MALLIKARJUN DEVALAYA 
SHRISTHAL , CANACONA -GOA 


( 2 ) Only enrolled and approved Mahajans 

who have been entitled to take part in the 
meeting . 


40. Notice is hereby given to all Mahajans of Shri 
Mallikarjun Devalaya , Shristhal, Canacona, that ordinary 
session of the Devalaya will be held on 28-10-2007 at 
10.30 a.m. in the premises of new Agarshala to transact 
the following business. All the Mahajans are requested 
to attend the same. 


Keri- Ponda, 14th October, 2007.— The Secretary, Raja 
V. Gurav Kerkar. 


V. No. 49874/2007 . 


Agenda 
1. To receive suggestions for preparation of Draft 

Budget for the year 2008-09. 


SHRI VITHAL MANDIR 
COMBA , MARGAO -GOA 


2. To read and approve the audit report for the year 

2005-06 and 2006-07 . 


38. A General Body Meeting of the Mahajans of the 
Temple has been convened as per Article No. 38 ( 1) 
of Regulamento -das -Mazanias on Sunday, 28th October, 
2007, at 10.30 a.m. at Shri Vithal Mandir, Comba , 
Margao Goa to transact the following business : 


3. To seek financial assistance / aid from the Canacona 

Comunidade approximately amounting to Rs. 25 
lakhs , in view of shortage of funds for completion 
of construction of Temple /Agarshala work . 


1. To read and confirm the minutes of the last 

General Body Meeting . 


4. To seek financial assistance / aid from the 

Nagarcem Pallolem Comunidade approximately 
amounting to Rs. 25 lakhs in view of shortages of 
funds for completion of Temple /Agarshala work . 


2. To approve the Budget for the year 2008-2009. 


3. To discuss on the progress of renovation of the 

temple . 
4. Any other matter with the permission of the Chair . 


5. Any other subjects with the permission of the 

Chair. 


Comba -Margao , 28th October, 2007.— The Secretary , 
Brahmanand S. Mhapsekar. 

V. No. 46282/2007. 


Canacona, 15th October, 2007.— The Secretary, Anil 
K. Dessai. 


V. No. 49830/2007 . 


Irmboida WinWgstaz 

mbmmaSmjaroh 


Private Advertisements 


Affidavits 


41. I, Mr. Philip Kevin Rodrigues , s /o Shri Higino 
Mariano Rodrigues , major of age, Indian National, r / o 
H. No. 58 , Carali Paroda , Quepem Goa do hereby state 
on solemn affirmation as under : 


1 . 


glim 
39. Ir Àm_hoan 11 $ gringmadra, {XZ1845 
28.10.2007 amr gørir Rx1 $ 10.00 domltm_WIJS HOOM 
Annatin Hofia French aimbgmsSimvrachnid Antho . Ënv Hob 
{ EngeaMY HZ Bar { i{cônv daAho . 

{ ck 
1 $$$ 2907-2007 aur aafnt Ahëm Imazgelo Blekins 

ZHn Hala 
2 2018-2019 dh @ ASHO NÌHÀM gatinaMºb. 
3 nikada xoa_spaarthagalinhầnformvmMohd. 
4 AÜ İSÀM radhXJ7 dhao AÝ ADJV {Of 


I say that I was issued passport by the Passport 
Authorities , Panaji -Goa on 21-02-2002 bearing 
Passport No. E - 0942944 . 


2 . 


I say that name of my father is Higino Mariano 
Rodrigues and that the same has been correctly 
recorded on his birth certificate issued by the 
Register of Births and Deaths. However, the name 
of my said Passport issued by the passport 
Authority Panaji -Goa as " Mario Highino 
Rodrigues " instead of “ Higino Mariano Rodrigues " 
and as such the same has to be corrected . 


Oin ... thtu Anot jämVy~ PenghMgmcarb { 

Rour carb 
XfrR510.30 in aÊ C. 


3 . 


I 


nimaasm 7 Antonna 2007.- Qlig g jeg Xoni . 


say that the correct name of my mother is Maria 
Do Carmo Nunes and that the same has been 
correctly recorded on her Birth certificate issued 
by the office of the registrar of Births and Deaths, 


V. No. 49763/2007. 
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1 . 


I say that on my Passport No. N 381372 my name, 
Espina Dias E Pereira is wrongly entered . 


the name of my mother has been recorded on my 
Passport as "Maria de Carmo" instead of " Maria 
Do Carmo Nunes " and as such the same has also 
to be recorded correctly . 


2 . 


I say that as per my Birth Certificate registered 
on 16-12-1959 registration No. 2551 in the 
Directorate of Planning , Statistics & Evaluation at 
Panaji Municipal Council my name is Espina Dias. 


4 . 


3 . 


I say that I am swearing the present affidavit to 
produce the same in the office of the Passport 
Department, Panaji-Goa so as to enable me to add 
and to correctly record my father s name 
" Higino Mariano Rodrigues " and mother s as 
" Maria do Carmo Nunes " . 


as 


I say that I have made this affidavit to rectify my 
name as per Birth certificate to publish in the 
Official Gazette and to produce the same in the 
Passport Office. 


5 . 


4 . 


I say that whatever I have stated above is true to 
the best of my knowledge and belief. 


I say that whatever I have stated above is true to 
the best of my knowledge and belief. 


Solemnly affirmed at Quepem -Goa on this 3rd day of 
October, 2007 . 

Sd / 
Deponent. 


Solemnly affirm and state on oath on this 5th 
October , 2007 . 

Sd / 
Deponent . 


Francisco N. V. Fernandes , 

Notary , Quepem . 


Govind U. Bhobe , 
Advocate & Notary, 

Panjim -Goa . 


V. No. 49666/2007 . 


V. No. 49689/2007 . 


42. I, Martinha Afonso , holder of Passport No. G 
4079300 dated 11-7-2007 issued at Panaji, resident of 
H. No. 119 , Avedem , Quepem -Goa , do hereby solemnly 
affirm as under: 


1 . 


I say that on my Passport No. G 4079300 my name, 
Martinha D Silva is wrongly entered . 


44 .. I, the undersigned , Thelma Furtado, wife of 
Paulo Simplicio Lucio Costa , major of age , holder of 
Passport No. A 2114642 dated 28-09-97 , resident of 
H. No. 368/1 Simepaine Mardol, Ponda -Goa do hereby 
solemnly state and affirm on oath as follows: 
1. I say that on my Passport No. A 2114642 dated 

28-09-97 , my name Thelma De Costa , my father s 
name Paul Furtado and my mother s name Carlott 
Furtado are wrongly entered . 


2 . 


I say that as per my birth Certificate registered 
on 30-4-1946 registration No. 202 in the 
Directorate of Planning , Statistics & Evaluation at 
Quepem Municipal Council my name Martinha 
Afonso . 


3 . 


I say that I have made this affidavit to rectify my 
name as per Birth certificate to publish in the 
Official Gazette and to produce the same in the 
Passport Office . 


2. I say that as per my birth certificate registered 

on 24-11-1972 under registration No. 9153 in the 
Municipal Corporation of Greater Mumbai Public 
Health Department, my name is Thelma Furtado, 
my father s name is Paulo Furtado and my mother s 
name is Carlota Mendes. 


4 . 


I say that whatever I have stated above is true to 
the best of my knowledge and belief. 


Solemnly affirm and state on oath on this 1st 
October, 2007 . 


3. I say that I have made this Affidavit to rectify my 
name and my parent s name 

as per my birth 
certificate to publish in the Official Gazette and 
to produce the same in the Passport Office . 


Sd / 
Deponent . 


4. I say that whatever I have stated above is true 

to the best of my knowledge and belief. 


Kishori N. Fugro , 
Notary at Panaji . 


Solemnly stated and affirmed on oath at Panaji-Goa 
on this 8th day of October of the year 2007 . 


V. No. 49688/2007 . 


Sd / 
Deponent . 


43. I, Espina Dias holder of Passport No. N 381372 
dated 15-01-1993 issued at Panaji , resident of H. No. 
1113 , 2nd Bairo , Santa -Cruz, Ilhas-Goa , do hereby 
solemnly affirm as under: 


Kishori N. Fugro , 
Notary at Panaji. 


V. No. 49715/2007 . 
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45 . I, the undersigned , Thelma Furtado , wife of 
Paulo Simplicio Lucio Costa , major of age , holder of 
Passport No. A 2114642 dated 28-09-97 , resident of 
H. No. 368/1 Simepaine Mardol, Ponda-Goa do hereby 
solemnly state and affirm on oath as follows: 


educational certificates reads with the name 
Swarupa Shambu Naik instead of Priya Promod 
Verlekar, which has to be published in the Official 
Gazette and to produce the same in the Passport 
Office . 


1. I say that on my Passport, my husband s name is 

wrongly recorded as " Simplicio De Costa " . 


4. Whatever I have stated above is true to the best 

ofmy knowledge and belief and nothing has been 
misrepresented by me hereinabove . 


2. I say that as per birth certificate of my husband , 

the name has been correctly recorded as Paulo 
Simplicio Lucio Costa . 


Place : Quepem 
Date : 4-10-2007 


Sd / 
Deponent. 


3. I say that as per the certificate of my husband , 

my husband s name may be corrected on my 
Passport. 


Sd / 
Executive Magistrate, 

Quepem -Goa. 


4. I say that the purpose of swearing of this Affidavit 

is to produce in the Passport Office , Regional 
Passport Office, Panaji Goa for the correction of 
my husband s name in my Passport . 


V. No. 49735/2007 . 


5. That whatever I have stated herein is true to the 

best of my knowledge and belief and no part of 
the same is false . 


47. I, Marta Barreto holder of Passport No. G 2249763 
dated 2-3-2007 issued at Panaji, resident of H. No. 19 , 
Cotto , Amona , Quepem -Goa , do hereby solemnly affirm 
as under : 


Solemnly stated and affirmed at Panaji-Goa on the 
8th day of October of the year 2007. 


1. I say that on my Passport No. G 2249763 my name, 

Martha Pereira is wrongly entered . 


Sd / 
Deponent . 


2. I say that as per my Birth Certificate registered 

on 9-6-1970 registration No. 313 /BK / 150 in the 
Directorate of Planning , Statistics & Evaluation 
at Panaji Municipal Council my name is Marta 
Barreto . 


Kishori N. Fugro , 
Notary at Panaji. 


V. No. 49716 /2007 . 


3. I say that I have made this affidavit to rectify my 

name as per Birth Certificate to publish in the 
Official Gazette and to produce the same in the 
Passport Office . 


4. I say that whatever I have stated above is true 

to the best of my knowledge and belief. 


46 . I, Mrs. Swarupa Shambu Naik , 21 years old , 
married , Indian National, holder of Passport No G 
1380216 , issued on 11-01-2007 at Panjim , self employed 
by profession , wife Pramod Shantaram Verlekar, resident 
of House No. 120 , Verlem , Neturlim -Sanguem , Goa 
District of South Goa , do hereby solemnly affirm and 
state on oath as follows: 


Solemnly affirm and state on oath on this 15th 
October, 2007. 


Sd / 
Deponent. 


1. I say that on my Passport No. G 1380216 my name 

is mentioned as Priya Pramod Verlekar as it had 
been changed from Swarupa Shambhu Naik 
to Priya Promod Verlekar at the time of my 
marriage which has been registered in the 
Civil Registration Office Sanguem under Reg . 
No. 58/06 . 


Govind U. Bhobe, 
Advocate & Notary , 

Panjim -Goa . 


V. No. 49819/2007 . 


AFFIDAVIT 


2. I say that as per my Birth Certificate registered 

on 14-4-1986 with registration No. 117 in the 
Directorate of Planning, Statistic & Evaluation my 
name is Swarupa Shambu Naik and in my marriage 
certificate it had been changed to Priya Promod 
Verlekar. 


48. I, Antonieta Francisca Fernandes, wife of Fran 
cisco Xavier Bibiano Silveira , r/ o H. No. 91-4 , Padri Bhat , 
Agacaim , Tiswadi-Goa, do hereby state and affirm on 
oath as under: 


3. I say that I have made this Affidavit to rectify my 

name as per my Birth Certificate since all my 


1. I say that I am holding a invalid passport No. A 

1288649 issued on 2-6-1996 at By Embassy of 
India , Kuwait. 
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correctly record my maiden name as Antonieta 
Francisca Fernandes on my Passport . 


2. I say that my maiden name Antonieta Francisca 

Fernandes and the same is correctly recorded on 
my Birth certificate issued by Registrar of Births 
and Deaths. However my name recorded on my 
above passport issued at Kuwait is in mymarried 
surname as Antonieta Francisca Silveira instead 
of Antonieta Francisca Fernandes and as such 
has to be changed on my passport while apply 
ing for re - issue of passport . 


4. I say that whatever stated above is true to best 

ofmy knowledge and belief and nothing material 
has been concealed hereinto whatsoever. 


Sd / 
Deponent. 


Govind U. Bhobe, 
Advocate & Notary , 

Panjim -Goa . 


3. I say that I am swearing the present affidavit to 

produce the same in the Office of the Passport 
Department, Panaji -Goa , so as to enable me to 


V. No. 49823/2007 . 


www.goagovt.nic.in/gazette.htm 
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